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Acquired immune deficiency syndrome, 
infant, maternal transmission of, 
382 
Acyclovir, in herpes, PIR5:320, 83-84 
Adenovirus conjunctivitis, PIJR&:285, 
83-84 
Adhesion, neutrophil, abnormality of, 
606 
Adolescent mothering, 358 
Adolescents 
fertility control, mentally retarded fe- 
males, 445, 451 
sexually active, Chlamydia trachoma- 
tis infection in, 836 
Aeromonas hydrophilia, diarrhea, 253 
Aerosols, bronchodilator, 230 
AIDS: see Acquired immune deficiency 
syndrome 
Airway conductance, specific, isoproter- 
enol effects, bronchopulmonary 
dysplasia, 509 
Airway obstruction, near-miss sudden 
infant death syndrome, 71 
Airway resistance, isoproterenol effects, 
bronchopulmonary dysplasia, 509 
Allergy, mouth breathing, facial charac- 
teristics and, 622 
Ambulatory care 
chronic illness, home care, 845 
in pediatric practice, 269, 278 
Amenorrhea, postpartum, among La 
Leche League mothers, 830 
American Academy of Pediatrics 
Committee statements 
Committee on Drugs: Ethanol in 
liquid preparations intended for 
children, 405, 742 
Committee on Nutrition: Imitation 
and substitute milks, 876 
Committee on Psychosocial Aspects 
of Child and Family Health: The 
mother working outside the home, 
874 
Committee on School Health: Cor- 
poral punishment in schools, 258 
American Board of Pediatrics, candi- 
dates certified, 742, 885 
Amino acids, free, Citrullus vulgaris (let- 
ter), 879 
Aminophylline, individualized dosing, 
programmable calculator, 64 
Amphotericin B, toxicity, very low- 
birth-weight infants, 153 
Anaerobic infection, necrotizing fasci- 


itis, parapharyngeal space, 343 
a-1-Antitrypsin, deficiency, 712, 
PIR&:247, 83-84 
Anus, anterior displacement of, newborn 
infants and children, 216 
Apnea 
infancy, PIR5:275, 83-84 
esophageal spasm and, 52 
subsequent neurologic, cognitive, 
and behavioral status, 638 
sleep, near-miss sudden infant death 
syndrome and, 71 
Arginine, ammonia metabolism and, lys- 
inuric protein intolerance, 489 
Argininosuccinate lyase, deficiency, 
PIR5:203, 83-84 
Arthritis 
juvenile rheumatoid 
early cardiac involvement, echocar- 
diography and, 394 
myelodysplasia and, 400, (commen- 
tary), 402 
Asbestosis, old incubators and (letter), 
571 
Ascites, neonatal, transected urachus, 
397 
Asphyxia, as cause of respiratory cistress 
syndrome, PIR5:274, 83-84 
Aspirin, sodium metabisuifite and, 
chronic asthma, 631 
Asthma 
acetyl salicylic acid, sodium metabi- 
sulfite and, 631 
bronchodilators in 
PIR5:320, 83-84 
aerosol bags for, 230 
chronic sinus disease and, 526 
Ataxia 
following meningitis, with hearing 
loss, PIR5:304, 83-84 
galactosemia and, 309 
Audiogram, deafness, bacterial menin- 
gitis and, 579 
Auditory brainstem response 
hearing loss, bacterial meningitis, 575 
hearing screening, high-risk new- 
borns, 22 
Automobile accidents, rib fractures and, 
comparison with child abuse in- 
juries, 339 
Azarcon, empacho and (letter), 114 


treatment of, 


Baby Doe rule (commentary), 729, (let- 
ter), 878 


Bacteria, cause of fever of undetermined 
origin, PIR5:305, 83-84 
Bacterial meningitis 
deafness, brainstem auditory evoked 
potentials, 579 
hearing loss and, 575 
Barium enema, colonoscopy and, child- 
hood, 594 
Battered child syndrome, radiog:aphy 
and radionuclide bone scanning 
comparison, 166 
Behavior 
breast-feeding patterns, La Leche 
League mothers, 830 
family life events, child-rearing prob- 
lems and, 773 
marital adjustment, chronic childhood 
illness, 762 
maternal-infant, clinical trials of early 
contact, 294 
mental health problems, pediatric 
practice, 278 
unstable families, diabetic children 
with recurrent ketoacidosis, 749 
Behavioral status, apnea of infancy and, 
638 


Benzathine penicillin G, prophylaxis, 
rheumatic fever recurrence dur- 
ing, 530 
Biliary atresia, diagnosis by ultrasound 
and radionuclide scans, 
PIR&:208, 83-84 
Bilirubin, higher level (letter), 117 
Biostatistics 
articles needed (letter), 263 
pediatrics (letter), 117 
Birth defects, governmental policy on 
(letter), 878 
Birth weight 
a-fetoprotein and, newborn (letter), 
736 
low 
edema, hypoproteinemia, and zinc 
deficiency in, 327 
infant transport services and, 854 
survival and morbidity (letter), 415 
very low 
disseminated fungal infections in, 
144 
drug toxicity in, 153 
necrotizing enterocolitis and vita- 
min E, 387 
systemic candidiasis and, 138 
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Birth weight, very low—continued 
thyroid replacement for hypothy- 
roxinemia, 301 
Bladder, neurogenic, PIR5:209, 83-84 
Bleeding: see also Hemorrhage 
cystic fibrosis (letter), 877 
Blood viscosity, neonatal polycythemia, 
7,11 
Blood-brain barrier, acidosis effects, bil- 
irubin deposition, 431 
Bone 
age, steroid therapy in asthmatic chil- 
dren, 626 
demineralization, 
transplant, 459 
disease, metabolic, PIR5:227, 83-84 
inflammatory skeletal-articular dis- 
ease, early diagnosis, 661 
Bowel, localized distension, newborn, 
206 
Bradycardia, esophageal spasm and, in- 
fant, 52 
Brain death, diagnosis, radionuclide cer- 
ebral imaging, 14 
Brainstem auditory evoked potentials 
deafness, bacterial meningitis and, 579 
hearing screening, high-risk new- 
borns, 22 
Breast-feeding 
behavioral patterns, La Leche League 
mothers, 830 
caffeine disposition, milk, saliva, and 
plasma of lactating women, 59 
illness and (letter), 416 
reeducation (letter), 572 
socioeconomic group, ethnic patterns 
and, 132 
Breast milk jaundice, full-term neonate, 
520 
Bronchial cleft cyst, PIR5:259, 83-84 
Bronchial provocation, acetyl salicylic 
acid, metabisulfite and, 631 
Bronchodilators 
aerosol bag for administration, 230 
airway resistance and, bronchopul- 
monary dysplasia, 509 
oral and aerosol, side 
PIR5:320, 83-84 
Bronchopulmonary dysplasia 
effects of isoproterenol inhalation on, 
509 
retinopathy of prematurity and, kitten 
model, 1 
Burns 
furnace, floor (letter), 568 
upper extremity, woodstoves, 722 


following renal 


effects, 


Caffeine, disposition, milk, saliva, and 
plasma, lactating women, 59 
Calcitonin, osteogenesis imperfecta, vi- 
tamin D metabolism in, 538 
Cancer 
childhood, dental and maxillofacial 
abnormalities in, chemotherapy 
effects, 816 
thyroid, PIR5:259, 83-84 
Candidiasis, systemic, very low-birth- 
weight infants, 138, 144 
Carbamazepine, tics and vocalizations, 
841 
Cerdiac compression, open chest, my- 
ocardial calcification following, 
neonate, 100 
Cardiac disease, juvenile rheumatoid ar- 
thritis and, 394 


892 


Cardiac perforation, central venous 
catheter-induced, 333 
Cardiac surgery, hemodynamic response 
to high-frequency ventilation 
after, infant, 426 
Cardiac tamponade, survival after, in- 
fant, 333 
Cardiomyopathy, vasodilator therapy, 43 
Cardiopulmonary resuscitation, rib frac- 
tures and, comparison with child 
abuse injuries, 339 
Carotid artery occlusion, necrotizing fas- 
ciitis of parapharyngeal space 
with, 343 
Carotid body ultrastructure, sudden in- 
fant death syndrome, 646 
Cataracts, posterior subcapsular, asth- 
matic children, 626 
Catecholamines, Reye’s syndrome and, 
481 
Catheter, central venous, cardiac perfo- 
ration from, 333 
Cerebral blood flow 
sickle cell cerebrovascular disease, 615 
suctioning and (letter), 570, 737 
Cerebral concussion, electroencephalog- 
raphy, 419 
Cerebral edema, hypercatecholamine- 
mia, Reye’s syndrome, 481 
Cerebral infarction, neck pdsition and 
(letter), 573 
Chemoreceptor cells, carotid body, sud- 
den infant death syndrome, 646 
Chemoreceptors, peripheral, heredity 
factor in sudden infant death syn- 
drome victims, 652 
Chemotaxis, neutrophil adhesion, ab- 
normality of, 606 
Chemotherapy, childhood cancer, dental 
and maxillofacial abnormalities 
in long-term survivors, 816 
Child abuse 
parenteral hydrocarbon administra- 
tion, 719 
radiography and radionuclide bone 
scanning comparison, 166 
rib fractures and, comparison with 
cardiopulmonary resuscitation in- 
juries, 339 
Childhood illness 
chronic 
death and, pediatric house officer, 
676 
marital adjustment to, 762 
pediatric home care, 845 
psychological adjustment to, 169 
Child psychiatry, analysis of cumulative 
case register, 781 
Child rearing, maternal depression and, 
773 
Chlamydial conjunctivitis, PJR5:285, 
83-84 
Chlamydia trachomatis, infection, sex- 
ually active adolescents, 836 
Cholestasis, vitamin K deficiency, new- 
born, 712 
Chondrodysplasia, PIR5:227, 83-84 
Chromosomal syndrome, deletion of 
short arm of number 10, 670 
Circumcision, neonatal (letter), 110 
Citrullus vulgaris, free amino acids in 
(letter), 879 
Clinical trials, early contact, maternal- 
infant behavior, 294 
Clostridium difficile, outbreak, necrotiz- 
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ing enterocolitis (letter), 265 
Cocaine abuse, maternal hallucinations 
(Magnan’s sign) (letter), 117 
Cognitive status, apnea of infancy and, 
638 


Colonoscopy, use and risk in childhood, 
594 

Coma, diabetes-related, PIR5:315, 83- 
84 


Commentaries 
A hospice for children in England, 97 
Early management and decision mak- 
ing for the treatment of myelo- 
meningeocele: A critique, 564 
Juvenile arthritis and myelodysplasia, 
402 
Pediatricians as counselors: The rela- 
tionship as treatment, 730 
Predicting measles susceptibility, 871 
Reading disability: Do the eyes have 
it?, 869 
Routine screening of newborns for 
cystic fibrosis: Not yet, 98 
The Baby Doe rule: Is it all bad?, 729 
The health hazard of unlabeled ingre- 
dients in pharmaceuticals, 402 
Treatment of disabled infants, 563 
Complement, serum, changes related to 
food sensitivity, 532 
Computerized recall systems, 
practice, 233 
Computer program, constant-infusion 
medication calculations, 68 
Congenital malformations, deletion syn- 
drome, 670 
Conjunctivitis 
hemorrhagic, PJR5:290, 83-84 
in children, PJR5:285, 83-84 
Constipation 
chronic, newborn infants and chil- 
dren, 216 
treatment effects, rectal and sigmoid 
motility, 199 
Contraception 
female adolescent, mental retardation 
and, 445 
oral, adolescent compliance, peer 
counselors and, 126 
Coronavirus, intestinal lesions, necrotiz- 
ing enterocolitis, 218 
Corporal punishment, in schools (com- 
mittee statement), 258 
Cough, chronic, sinus disease with asso- 
ciated reactive airway disease 
and, 526 
Counseling 
death, pediatric house officer, 676 
parents of premature infant, 
PIR5:284, 83-84 
Counselors 
pediatricians as (commentary), 730 
peer, adolescent use of oral contracep- 
tives, 126 
Crohn’s disease, colonoscopy and, 594 
Cryptorchidism, PIR5:317, 83-84 


Cystic fibrosis 
bleeding in (letter), 877 
screening 
early diagnosis and (letter), 115 
newborns (commentary), 98 
Cystinuria, hyperammonemia and, lysi- 
nuric protein intolerance, 489 
Cytomegalovirus infection, congenital, 
ultrasound, 611 


office 





Dacryostenosis, conjunctivitis and, 
PIR5:285, 83-84 
Data management, computerized, office 
practice, 233 
Dead space, tracheal tubes and (letter), 
414 
Deafness, bacterial meningitis, brain- 
stem auditory evoked potentials, 
579 
Death 
intravenous vitamin E, intensive care 
unit (letter), 733 
pediatric house officer and, 676 
Defective infants, treatment (letters), 
259 
Deletion syndrome, 10p, 670 
Dental abnormalities, childhood cancer, 
chemotherapy long-term effects, 
816 
Depression, maternal, 
problems and, 773 
Development, cognitive, X monosomy, 
girls, 175 
Diabetes 
labile, evaluation of recurrent ketoac- 
idosis, 749 
retinopathy, 756 
Diabetes mellitus, latency period, 
PIR5:202, 83-84 
Diabetic ketoacidosis, PIR5:315, 83-84 
Diarrhea 
Aeromonas hydrophilia, 253 
growth and, rural Bangladesh, 799 
nutritional management of, 119 
Diet 
elimination, chronic asthma, 631 
sodium intake, children, 318 
Diphtheria-tetanus-pertussis 
accidental injection in finger (letter), 
415 
associated reactions, analysis, 31 
immunologic response, infant, 37 
Disabled infants, treatment (commen- 
tary), 563 
Divorce, chronic childhood illness and, 
762 
Domestic violence, deadly weapons, 
child as innocent bystander, 251 
Drug 
abuse, maternal (letter), 117 
monitoring, programmable calculator, 
64 


child-rearing 


toxicity, very low-birth-weight in- 
fants, 153 
tricyclic antidepressants, physician’s 
knowledge, 107 
use, psychoactive, PIR5:304, 83-84 
DTP: see Diphtheria-tetanus-pertussis 
Ductus arteriosus, patency of, after sur- 
gical ligation, premature infant, 


Dural sinus thrombosis, nephrotic syn- 
drome, 497 

Dyshormonogenesis, familial, PJR5:259, 
83-84 


Dysostosis, PIR5:227, 83-84 


Ear, middle, disease (letter), 883 
Echocardiography 
cardiac involvement, juvenile rheu- 
matoid arthritis, 394 
premature infants (letter), 883 
Echogenic particles, posthemorrhagic 
hydrocephalus, preterm infant, 19 


Edema, low-birth-weight infants, 327 
Electroencephalography, in assessment 
of cerebral concussion, 419 
Emergency medical services, needs of pe- 

diatric patients, 769 
Empacho, azarcon and (letter), 114 
Empyema, children, 587 
Enterocolitis: see Necrotizing enterocol- 
itis 
Enteropathogens, specific, diarrhea, 
growth and, rural Bangladesh, 799 
Envenomation, fire ant, 689 
Environment, home, infants with non- 
organic failure-to-thrive, 349 
Enzymes, induction, necrotizing entero- 
colitis, 682 
Epstein-Barr virus, Kawasaki disease 
and (letter), 413 
Erratum, 742 
Esophagus, diffuse spasm, apnea and 
bradycardia «ssociated with, in- 
fant, 52 
Ethanol, liquid preparation for children 
(committee statement), 405, 742 
Ethics 
crisis, health of children, 550 
treatment of defective infants (let- 
ters), 259 
treatment of disabled infants (com- 
mentary), 563 
Ethnic influences, breast-feeding, 132 


Face 
development, mouth breathing and, 
622 
swelling and paralysis, Melkersson- 
Rosenthal syndrome, 502 
Failure-to-thrive, nonorganic, environ- 
ment and, infant, 349 
a-Fetoprotein, birth weight and, new- 
born (letter), 736 
Fever 
therapy, educational intervention for 
parents, 600 
undetermined origin, PIR5:305, 83-84 
5-Fluorocytosine, toxicity, very low- 
birth-weight infants, 153 
Folk beliefs, impact on health, 254 
Folk remedies, glycerited asafoetida, 
methemoglobinemia and, 717 
Food challenge, double-blind, serum 
complement changes, in children 
with history of food sensitivity, 
532 
Formula 
composition (letter), 879 
soy (letter), 741 
Foster care, origins of, 699 
Foundling homes, unwanted children, 
1860 to 1960, 699 
Frostbite (letter), 570 
Fungi, very low-birth-weight infants, 144 


Galactosemia, neurologic sequelae in, 
309 


Galactose-1-phosphate uridyl transfer- 
ase, neurologic sequelae in galac- 
tosemia, 309 

Gastroesophageal reflux, apnea and bra- 
dycardia and, infant, 52 

Gastrointestinal bleeding, whole cow’s 
milk, age and (ietter), 879 

Genital herpes, treatment, PIR5:320, 
83-34 


Genital infection, mother, infants with 
herpes simplex virus, 188 
Glomeruloscl is, focal segmental, 
progressive renal failure and, uni- 
lateral kidney, 806 
Glucocorticoids 
prenatal therapy, incidence of necro- 
tizing enterocolitis, 682 
renal transplantation, diminished 
bone mineral content following, 
459 
Glycerited asafoetida, methemoglobine- 
mia and, 717 
Goiter, in children, PIR5:259, 83-84 
Gonococcal infection, in prepubertal 
girls, PIR5:254, 83-84 
Gonorrhea, pharyngeal (letter), 264 
Grave’s disease, PIR5:259, 83-84 
Growth and development 
diarrhea effects, rural Bangladesh, 799 
whole cow’s milk, gastrointestinal 
bleeding and (letter), 879 
Growth hormone, short children and 
(letter), 112 





Hallucinations, maternal, cocaine-in- 
duced (letter), 117 

Hashimoto thyroiditis, PIR5:259, 83-84 

Health, children, crisis of ethics, 550 

Health education, fever therapy, 600 

Hearing loss, bacterial meningitis, audi- 
tory brainstem response, 575 

Hearing screening, brainstem auditory 
evoked potentials, high-risk new- 
borns, 22 

Heart failure, vasodilator therapy, 43 

Hemangioendothelioma, hepatic, man- 
agement by transarterial emboli- 
zation, 546 

Hematocrit, neonatal polycythemia, 7, 
11 


Hematuria, PIR5:272, 83-84 
Hemiplegia, acute, necrotizing fasciitis, 
parapharyngeal space, 343 
Hemodynamics, high-frequency ventila- 

tion, following cardiac surgery, in- 
fant, 426 
Hemorrhage 
intracranial, cystic fibrosis and (let- 
ter), 877 
intraventricular 
phenobarbital prophylaxis, 435 
premature newborn, 19 
ventricular dilation following, pre- 
mature infant, 158 
vitamin K deficiency, newborn, 712 
Hemorrhagic periventricular leukoma- 
lacia, spastic diplegia and (letter), 
411 
Hepatitis B virus, perinatal transmission 
(letter), 408 
Herpes labialis, treatment, PJR5:320, 
83-84 


Herpes simplex virus 
neonate, mother’s history of genital 
infection, 188 
without mucocutaneous manifesta- 
tions, neonatal death, 194 
High-frequency ventilation, hemody- 
namic response after cardiac sur- 
gery, 426 
Histoplasmosis, reinterpretation (let- 
ter), 266 
Home care, phototherapy, hyperbiliru- 
binemia, 515 
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Hospice, children in England (commen- 
tary), 97 
Hospitalization, elective, preadmission 
evaluations, 656 
Human lymphocyte antigens, diabetic 
retinopathy, 756 
Hydranencephaly, congenital, vascular 
disruption and, monozygotic 
twins, 467 
Hydrocarbon, parenteral administra- 
tion, child abuse, 719 
Hydrocephalus 
medical therapy, PIR5:222, 83-84 
ventricular dilation, intraventricular 
hemorrhage, premature infant, 
158 
Hyperammonemia, PJR5:203, 83-84 
lysinuric protein intolerance, 489 
Hyperbilirubinemia 
acidosis effects, brain, 431 
neonatal, 520 
phototherapy, home v hospital, 515 
Hypercap"iia, acute, response of parents 
of sudden infant death syndrome 
victims, 652 
Hypercarbia, bilirubin deposition and, 
brain, 431 
Hyperdibasicaminoaciduria, hyperam- 
monemia and, lysinuric protein 
intolerence, 489 
Hypertension 
screening for, usefulness (letter), 883 
sodium intake and, children, 318 
Hypocalcemia, PIR5:227, 83-84 
Hypoproteinemia, low-birth-weight in- 
fants, 327 
Hypospadias, _ psychologic 
PIR5:274, 83-84 
Hypothyroidism, premature infant, very 
low-birth-weight, thyroid replace- 
ment in, 301 
Hypoxemia, marginal, retinopathy of 
prematurity and, kitten model, 1 


impact, 


Idiopathic respiratory distress syn- 
drome, thyroid replacement, very 
low-birth-weight infants, 301 

Immunization 

DTP, immunologic response, infants, 


measles, 777 
measles, mumps, rubella, PIR5:316, 
83-84 


Immunodeficiency, infant AIDS, mater- 
nal transmission of, 382 
Incubators, old, asbestosis and (letter), 
571 
Infant: see also Neonate; Premature in- 
fant 
diphtheria-tetanus-pertussis, 
nologic response to, 37 
disabled, limits for treatment (letter), 
878 
ventilation, high-frequency, hemody- 
namics following cardiac surgery, 
426 
Infection: see also specific type and site 
deep neck, necrotizing fasciitis, 343 
skeletal-articular diseases, early diag- 
nosis, 661 
Inflammatory bowel disease, colonos- 
copy and, 594 
Inhalation technique, aerosol bag, bron- 
chodilators, 230 


immu- 


Injection site, DTP-associated reactions, 
analysis, 31 

Insect bite, fire ant, 689 

Intensive care unit, death, intravenous 
vitamin E and (letter), 733 

Interhospital transfer, neonatal mortal- 
ity and, 854 

Interventions, educational, fever ther- 
apy, 600 

Intestinal flora (letter), 415 

Intravenous feeding, nitrogen, surgery 
and, full-term newborn, 493 

Intravenous fluid, electronic regulators, 
patient tampering, 250 

Iodide, breast milk, 355 

Iodochlorhydroxyquin, percutaneous ab- 
sorption, 880 

Ipecac, syrup poisoning centers advice 
on (letter), 569 

Iron poisoning, test for, PIR5:273, 83- 
84 

Isoproterenol, airway resistance and, 
bronchopulmonary dysplasia, 509 


Jaundice, exaggerated, full-term neo- 
nate, 520 

Juvenile rheumatoid arthritis: see Ar- 
thritis 


Kawasaki disease, Epstein-Barr virus 
and (letter), 413 
Kernicterus, bilirubin deposition, aci- 
dosis effects, brain, 431 
Ketoacidosis 
diabetic, PIR5:315, 83-84 
recurrent, unstable diabetes and un- 
stable families, 749 
Kidney 
dialysis, PIR5:295, 83-84 
transplantation, PIR5:295, 83-84 
unilateral, focal segmental glomeru- 
losclerosis and progressive renal 
failure, 806 


Lactation, La Leche League mothers, 
830 
Latex agglutination assay, group B 
Streptococcus diagnosis, 27 
Lead poisoning, PIR5:215, 83-84 
Legionellosis, leukemia in relapse, 811 
Lesions, intestinal, ultrastructural study 
of, 218 
Leukemia 
congenital juvenile chronic myeloge- 
nous, 324 
in relapse, legionellosis and, 811 
prognosis, black infants (letter), 568 
Life events, child-rearing problems and, 
773 
Ligation, recurrence, patent ductus ar- 
teriosus, premature infant, 56 
Liver, hemangioendothelioma, manage- 
ment with transarterial emboli- 
zation, 546 
Low-birth-weight infants: see Birth 
weight 
Lymphogenic thyroiditis, PIR5:259, 83- 
84 


Magnan’s sign, cocaine abuse (letter), 


117 

Malabsorption, diarrhea, nutritional 
management of, 119 

Malaria, transfusion-induced, neonatal 
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exchange transfusions compli- 
cated by, 330 
Malnutrition, diarrhea and, 119 
Malpractice issues (letter), 410 
Marasmus, implications of folk beliefs 
on health, 254 
Marijuana, toxicity, 455 
Maternal drug abuse (letter), 117 
Maternal-infant behavior, early contact, 
294 
Maternal race/culture, child develop- 
ment and, 358 
Maxillary sinus, radiographs, nonrespir- 
atory complaints, 306 
Maxillofacial abnormalities, childhood 
cancer, chemotherapy long-term 
effects, 816 
Measles 
antibody response to 
PIR5:316, 83-84 
susceptibility 
predicting (commentary), 871 
prediction, historical data and, 777 
vaccine, historical data, 777 
Medication errors, programmed calcula- 
tor, 68 
Melkersson-Rosenthal syndrome, facial 
swelling and paralysis, 502 
Meningitis 
ataxia and hearing loss, PIR5:304, 83- 
84 


vaccine, 


cause of fever of undetermined origin, 
PIR5:305, 83-84 
very low-birth-weight infants, 138 
Mental health 
children, analysis of cumulative psy- 
chiatric case register, 781 
problems seen in pediatric patients, 
278 
psychological adjustment, chronic ill- 
ness, 169 
Mental retardation 
fertility control, female adolesceuts, 
445, 451 
galactosemia and, 309 
Metabisulfite, acetyl salicylic acid and, 
chronic asthma, 631 
Metabolic bone disease: see Bone disease 
Metabolism, hypercatecholaminemia, 
Reye’s syndrome and, 481 
Methemoglobinemia, glycerited asafoe- 
tida and, 717 
Middle ear disease (letter), 883 
Migmatoxinemia, nasal packing, toxic 
shock syndrome and, 163 
Milk 
human 
caffeine disposition in, 59 
iodide, 355 
imitation and substitute (committee 
statement), 876 
whole cow’s, age and gastrointestinal 
bleeding (letter), 879 
Mitral regurgitation, vasodilator ther- 
apy, 43 
Monoamine oxidase, Reye’s syndrome 
and, 481 
Monozygotic twins, congenital hy- 
dranencephaly/porencephaly, 
vascular disruption and, 467 
Morbidity, mental health problems, pe- 
diatric practice, 278 
Mouth breathing, facial characteristics 
and, 622 
Mumps, antibody response to vaccine, 





PIR&:316, 83-84 
Myelodysplasia, juvenile rheumatoid ar- 
thritis and, 400, (commentary), 


402 

Myocardial calcification, following open 
chest cardiac compression, neo- 
nate, 100 


Necrotizing enterocolitis 
first 24 hours of life, 476 
intestinal lesions containing corona- 
virus-like particles, 218 
outbreak of Clostridium difficile (let- 
ter), 265 
prenatal glucocorticoid therapy ef- 
fects, 682 
vitamin E and, 387 
Necrotizing fasciitis, parapharyngeal 
space, carotid artery occlusion 
and acute hemiplegia, 343 
Neonate: see also Infant; Premature in- 
fant 
adolescent mothers, 358 
ascites, t urachus, 397 
cardiac tamponade, survival after, 333 
care, survival and morbidity (letter), 
415 
circumcision (letter), 110 
exchange transfusions, complicated by 
transfusion-induced malaria, 330 
a-fetoprotein and birth weight (letter), 
736 
full-term, surgery, intravenous nitro- 
gen intake requirements, 493 
health, phototherapy use (letter), 881 
hearing screening, 22 
herpes simplex infections without mu- 
cocutaneous lesions, 194 
herpes simplex virus, mother’s history 
of genital infection, 188 
localized bowel distension, 206 
maternal-infant behavior, 
trials of early contact, 294 
mortality 
interhospital transfer and, 854 
medical technology and, 862 
myocardial calcification, following 
open chest cardiac compression, 
100 
necrotizing enterocolitis, intestinal le- 
sions containing coronavirus-like 
particles, 218 
nonorganic failure-to-thrive, environ- 
ment and, 349 
phenylketonuria screening (letter), 
737 


clinical 


polycythemia, sampling, 7, 11 
screening procedures (letter), 417 
vitamin K deficiency, 712 
Nephrotic syndrome, minimal change, 
497 
Neurogenic bladder, PIR5:209, 83-84 
Neurologic status, apnea of infancy and, 
638 
Neurosecretory granules, carotid body, 
sudden infant death syndrome, 
646 
Neutrophils, adhesion, abnormality, 606 
Newborn: see Infant; Neonate 
Nitrogen requirements, fu!l-term new- 
born undergoing surgery, 493 
Nose breathing, facial characteristics 
and, 622 
Nutrition 
assessment of, PIR5:195, 83-84 


breast milk, iodide, 354 
diarrhea 
growth of children in rural Bangla- 
desh, 799 
management, 119 
infant, breast-feeding, ethnic patterns 
and, 132 


Ophthalmia neonatorum, PIR5:285, 83- 
84 


Optokinetic nystagmus, visual function, 
young children, 375 

Oral contraception: see Contraception 

Ornithine, hyperammonemia and, lysi- 
nuric protein intolerance, 489 

Ornithine transcarbamylase, deficiency, 
PIR5:203, 83-84 

Orthostatic proteinuria, PJR5:248, 83- 
84 


Osteogenesis imperfecta, vitamin D me- 
tabolism, calcitonin therapy, 538 
Osteomyelitis, early diagnosis, two-radi- 
opharmaceutical approach, 661 
Otitis media, pneumococca! polysaccha- 
ride vaccine, racial differences, 79 
Oxygen 
retrolental fibroplasia and, 82 
toxicity, retinopathy of prematurity, 
hypoxemia effets, kitten model, 
1 


Paramedics, emergency pediatric care, 
769 
Paranasal sinus, radiographs, nonrespir- 
atory complaints, 306 
Parapharyngeal space, necrotizing fas- 
ciitis, carotid artery occlusion and 
acute hemiplegia, 343 
Parenting, attitudes toward sterilization 
of mentally retarded adolescents, 
451 
Pediatric Ambulatory Care Treatment 
Study, home care for children 
with chronic illness, 845 
Pediatrics 
ambulatory tasks, evaluation of per- 
formance, 269 
behavioral, Society for Behavioral Pe- 
diatrics, 791 
community, changing pattern of pri- 
mary care, 363 
counseling by pediatricians (commen- 
tary), 730 
education in behavioral pediatrics, 791 
emergency medical services and, 769 
home care, children with chronic ill- 
ness, 845 
mental health problems among chil- 
dren seen in pediatric practice, 
278 
professional status, faculty or fran- 
chise? (editorial), 867 
science and empiricism, 693 
unwanted children and, 699 
Perceptual skills, visual training, reading 
disabilities, 824 
Perinatal care, maternal-infant behav- 
ior, 294 
Pharmaceuticals, unlabeled ingredients, 
health hazards (commentary), 
402 
Pharmacokinetics, clinical, individual- 
ized dosing of intravenous ami- 
nophylline, 64 


Pharyngeal gonorrhea (letter), 264 
Phenobarbital, prophylaxis, intraven- 
tricular hemorrhage and, high- 
risk infant, 435 
Phenylketonuria, neonatal screening 
(letter), 737 
Photon absorptiometry, bone minerali- 
zation, following renal transplant, 
459 
Phototherapy 
healthy newborns and (letter), 881 
hyperbilirubinemia, home v hospital, 
515 
Pica, PIR5:215, 83-84 
Pneumococcal polysaccharide vaccine, 
otitis media and, racial differ- 
ences, 79 
Pneumonitis, very low-birth-weight in- 
fants, 144 
Poisoning 
iron, PIR5:273, 83-84 
lead, PIR5:215, 83-84 
Syrup of Ipecac used for (letter), 569 
theophylline (letter), 878 
verapamil, 543 
Polycythemia 
necrotizing enterocolitis, first 24 hours 
of life, 476 
neonatal, 7, 11 
Porencephaly, congenital, vascular dis- 
ruption and, monozygotic twins, 
467 
Posthemorrhagic hydrocephalus, pre- 
mature newborn, 19 
Postmortem protocol (letter), 111 
Preadmission evaluation, impact, elec- 
tive hospitalization, 656 
Pregnancy, genital infection, neonatal 
herpes simplex virus, 188 
Prehospital care, emergency service, pe- 
diatric, 769 
Premature infant: see also Infant; Neo- 
nate 
parental counseling, P]R5:284, 83-84 
surgical ligation, patent ductus arter- 
iosus after, 56 
ventricular dilation, following peri- 
ventricular-intraventricular hem- 
orrhage, 158 
very low-birth-weight, hypothyroxi- 
nemia, thyroid replacement in, 
301 
Prematurity 
danger of blood transfusions (letter), 


echocardiographic study of (letter), 
883 


edema, hypoproteinemia and zinc de 
ficiency, 327 
posthemorrhagic hydrocephalus, 19 
Prescribing practices, tricyclic antide- 
pressants, 107 
Primary care, ambulatory pediatric 
tasks, 269 
Programmable calculator 
constant-infusion medication calcula- 
tions, 68 
intravenous aminophylline dosing, in- 
dividualized, 64 
Prophylaxis, failure, rheumatic fever re- 
currence, 530 
Prostacyclin, vasotonia and, immature 
retina, 440 
Prostatic hypoplasia, prune belly syn- 
drome and, 470 
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Protein 
membrane, neutrophil adhesion, 606 
requirements, surgery and, full-term 
newborn, 493 
Proteinuria. work-up, PIR5:248, 83-84 
Prune belly syndrome, urethral obstruc- 
tion, prostatic hypoplasia, 470 
Psychoactive drugs, PIR5:304, 83-84 
Psychological adjustment, health status 
and, chronic conditions, 169 
Psychosocial dysfunction, diabetes, re- 
current ketoacidosis, 749 


Racial differences, pneumococcal poly- 
saccharide vaccine effect in pre- 
venting otitis media, infant, 79 

Radiation, dental and maxillofacial ab- 
normalities, survivors of child- 
hood cancer, 816 

Radiography 

child abuse detection, 166 
maxillary sinus, nonrespiratory com- 
plaints, 306 

Radioisotope angiography, brain death, 
14 

Radionuclide studies 

bone scanning, child abuse detection, 
166 

cerebral imaging, brain death, 14 

early diagnosis, acute inflammatory 
skeletal-articular disease, 661 

Reactive airway disease, chronic sinus 
disease and, 526 

Reading disability 

causes (commentary), 869 
use of visual training, 824 

Rectal bleeding, PIR5:272, 83-84 

Rectum, motility, treatment effects, 
chronic constipation, 199 

Red urine: see Hematuria 

Reeducation, breast-feeding (letter), 572 

Rena! disease 

end stage, PIR5:295, 83-84 

nephrotic syndrome, 497 

Renal failure 
chronic, PIR5:295, 83-84 
zinc and testicular function (letter), 

740 

drug toxicity and, very low-birth- 
weight infants, 153 

progressive, focal segmental glomeru- 
losclerosis and, unilateral kidney, 


Renal infection, suppurative, medical 
therapy for, 726 
Renal transplantation, diminished bone 
mineral content following, 459 
Residency training programs, pediatric 
house officer, death and, 676 
Respiratory distress syndrome: see also 
Idiopathic respiratory distress 
syndrome 
adult-type, PIR5:274, 83-84 
steroids, necrotizing enterocolitis and, 
682 
Retinal spindle cells, vitamin E effects, 
preterm infant, 238 
Retinal vessels, immature, prostaglan- 
dins and, 440 
Retinopathy 
diabetic, risk factors, 756 
oxygen-induced, prostaglandins and, 
440 
Retinopathy of prematurity, marginal 


hypoxemia effects, kitten model, 


1 
Retrolental fibroplasia 
oxygen role in, 82 
oxygen toxicity, retinopathy of pre- 
maturity, hypoxemia effects, kit- 
ten model, 1 
vitamin E and, preterm infant, 238 
Reye’s syndrome, hypercatecholamine- 
mia in, 481 
Rheumatic fever, prophylaxis failure, 
530 
Rib fractures, cardiopulmonary resusci- 
tation or child abuse, 339 
Rickets, PIR5:227, 83-84 
Rubella, antibody response to vaccine, 
PIR5:316, 83-84 


Salt, restriction, children, 318 
Scoliosis, screening, PIR5:238, 83-84 
Screening 
cystic fibrosis (commentary), 98, (let- 
ter), 115 
false-positive results, repeated testing 
of infants, 183 
scoliosis, PIR5:238, 83-84 
Seizures 
tics and vocalizations, carbamazepine 
treatment, 841 
verapamil poisoning, infant, 543 
Sepsis 
nephrotic syndrome, 497 
very low-birth-weight infants, 138, 144 
Septicemia, latex agglutination assay, 27 
Serology, measles, 777 
Sexual abuse, female adolescents, men- 
tal retardation and, 445 
Sexual activity 
adolescent, Chlamydia trachomatis in- 
fection, 836 
female adolescents, mental retarda- 
tion and, 445 
Sexually transmitted diseases, adoles- 
cents, 836 
Shigella, diarrhea, growth and, 777 
Shock lung: see Respiratory distress syn- 
drome, adult type 
Sickle cell anemia, fatal acute splenic 
sequestration, infant, 507 
Sickle cell disease, cerebrovascular, cer- 
ebral blood flow in, 615 
Sigmoid, motility, treatment effects, 
chronic constipation, 199 
Sinusitis 
radiography, nonrespiratory com- 
plaints, 306 
reactive airway disease and, 526 
Skeletal system, acute inflammatory 
skeletal-articular disease, early 
diagnosis, 661 
Society for Behavioral Pediatrics, 791 
Socioeconomic influences, breast-feed- 
ing, ethnic patterns and, 132 
Sodium, dietary intake, children, 318 
Soy formula (letter), 741 
Spastic diplegia, hemorrhagic periventri- 
cular leukomalacia and (letter), 
4il 
Splenic sequestration, fatal acute, sickle 
cell anemia, £97 
Sterilization, femaic, mental retarda- 
tion, 451 
Steroids, bursts, development of subcap- 
sular cataracts in asthmatic chil- 
dren, 626 
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Streptococcus, group B, rapid diagnosis 
with latex agglutination assay, 27 
Stroke, childhood, sickle cell disease, 615 
Suckling, frequency, La Leche League 
mothers, 830 
Suctioning, cerebral blood flow and (let- 
ters), 570, 737 
Sudden infant death syndrome 
apnea and, PIR5:275, 83-84 
apnea/obstruction (letter), 567 
carotid bodies, ultrastructure, 646 
esophageal spasm, apnea and brady- 
cardia associated with, 52 
near-miss, obstructive sleep apnea 
syndrome and, 71 
parents of victims, response to acute 
hypercapnia, 652 
Superior vena cava syndrome, right 
atrial thrombus and, 225 
Supernumerary nipples, urinary tract 
abnormalities with, 102 


Testicle, undescended, PIR5:317, 83-84 
Testing, repeat, parental response to, 
false-positive results, 183 
Tests, iron ingestion, PIR5:273, 83-84 
Theophylline 
individualized dosing, programmable 
calculator, 64 
poisoning (letter), 878 
Thromboxane, vasotonia and, immature 
retina, 440 
Thrombus, right atrial, superior vena 
cava syndrome and, 218 
Thyroid disorders, PIR5:259, 83-84 
Thyroid hormones, acute ingestions, 313 
Thyroid replacement, very low-birth- 
weight premature infant with hy- 
pothyroxinemia, 301 
Thyroid storm, acute ingestion of thy- 
roid hormones, 313 
Thyrotropin-releasing hormone, thyroid 
replacement, very low-birth- 
weight infants, 301 
Thyroxine 
acute ingestion of, 313 
very low-birth-weight infants, thyroid 
replacement, 301 
Tics, carbamazepine treatment, 841 
Tourette syndrome, carbamazepine 
treatment, 841 
Toxicity 
drug, very low-birth-weight infants, 
153 
vitamin E, retrolental fibroplasia, 238 
Toxic shock syndrome, nasal packing 
and, 163 
Tracheal tubes, dead space in (letter), 
414 
Transarterial embolization, hepatic he- 
mangioendothelioma, 546 
Transfusions 
danger, premature infants (ietter), 569 
exchange, necrotizing enterocolitis, 
476 
Tricyclic antidepressants, prescribing 
practices, children, 107 
Triiodothyronine, acute ingestion of, 313 
Troleandomycin, subcapsular cataracts, 
asthmatic children, 626 
Tyramine, Reye’s syndrome and, 481 


Ulcerative colitis, colonoscopy and, 594 





Ultrasound 
diagnosis of biliary atresia, PJR5:208, 
83-84 


intracranial lesions, cytomegalovirus 
infection, 611 
posthemorrhagic hydrocephalus, pre- 
_ term infant, 19 
Ultrastructure, carotid body, sudden in- 
fant death syndrome, 646 
Urachus, transected, neonatal ascites, 
397 
Ureter, ectopic, PIR5:209, 83-84 
Urethra, obstruction, prune belly syn- 
drome, 470 
Urinary incontinence, PIR&:209, 83-84 
Urinary tract 
abnormalities, children with supernu- 
merary nipples, 102 
infection, cause of fever of undeter- 
mined origin, PIR5:305, 83-84 
Urticaria, cold-induced, infancy, 105 


Vaccine 
measles, mumps, rubella, antibody re- 
sponse to, PIR5:316, 83-84 
responsiveness, racial differences, 79 


Vascular disruption, congenital hy- 
dranencephaly/porencephaly, 
monozygotic twins, 467 

Vasoactive drugs, constant-infusion 
medication calculations, pro- 
grammable calculator, 68 

Vasodilator therapy, left ventricular 
function, mitral regurgitation, 43 

Vasotonia, prostaglandin effects, imma- 
ture retina, 440 

Venous catheter, central, superior vena 
cava syndrome, 218 

Ventilation, high-frequency, hemody- 
namic response following cardiac 
surgery, infant, 426 

Ventilatory control, parents, sudden in- 
fant death syndrome victims, 652 

Verapamil, poisoning, infant, 543 

Very low-birth-weight infants: see Birth 
weight 

Visual acuity, assessment of, young chil- 
dren, 375 

Visually evoked potentials, visual func- 
tion assessment, young children, 
375 

Visual training, reading disabilities and, 
824 

Vitamin D 


effect of calcitonin on, in osteogenesis 
imperfecta, 538 
metabolism, P]R5:227, 83-84 
Vitamin E 
effects questioned (letter), 734 
intravenous, death and (letter), 733 
necrotizing enterocolitis, 387 
prophylactic protocols, retrolental fi- 
broplasia, 238 
Vitamin K, deficiency, newborns, 712 


Watermelon, free amino acids in (letter), 

Wilson disease, PIR5:217, 83-84 

Xenon-133 inhalation method, sickle 
cell disease, 615 


X monosomy, girls, cognitive develop- 
ment, 175 


Zinc 
deficiency, low-birth-weight infants, 
27 


formula (letter), 412 


testicular function and, chronic renal 
failure (letter), 740 
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